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25X1A 


Subject; Contract No.’ AF33(600)-36373 ona a Pipe oe a 
: pee ne eT Sei F ] MCT. {Sr rs 
| antes Ha] ee ay 
ar ou ere authorized to procure and furnish to 


the following equipment: 
VHF Signal Generator, Model 616A $1950.00 


Square Wave Generator, Model 211A 265.00 
Waveguide to Coaxial Adapter, 

Model 5261A §0,00 
Waveguide Slotted Section, Model 5610A 450.00 
Untuned Probe, Model. baba 35.00 


Standing Wave Indicator, Model 4155 200.00 


It is understood that these prices represent material 
eost. to your Company and are hereby approved as an item of 
(cost under the subject contract. 


You are also authorized to procure and cherge to the 
subject contract the following item which will be used by you 
in performance of the subject contract work: 


Standing Wave Indicator, Model Wi5B $200.00 


If future procurements are required please advise vhen 
requesting authorization whether three or mare bids were re- 
eoived, if award is proposed to be made to the low bidder and 
if not, the reason therefor. If only one bid is received, 

Please advise the reason for non-solicitation of other quotations. 


In accordance with Herb's verbal request we sre enclosing 
for your records a copy of his letter of Saptember 12, 1957. 


PS/DCI:HL:pf 25X1A Very truly yours, 

Distribution: 25xX1A 
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